It was a strange combinations of mutagens mixed with very specific, uniquely-coded nanites and combinations of RNA and DNA that created BioXShape.  After years of clinical testing and experimentation, it was finally released on a very strict regimen to hospitals across North America and Europe to great success.

The product was simple enough to administer - a 1oz bottle of BioXShape, when mixed with a cup of water, was able to solve many would deem impossible.  Initially used to regenerate fingers and toes, and even other simple ideas such as restoring burnt skin to critically-ill patents, it was easily administered and was flawless, functioning perfectly with no ill side-effects.  The medical world was turned on its ear when BioXShape was released.

Stocks in BXS multipled in a fortnight when word was leaked that the company had planned to release the product to the public.  It had been determined that BioXShape almost had the ability to fulfill wishes, to an extent - much like the hospital testing phase, while consuming the product people merely dreamed of the body they wished to have, and within a few weeks, the process would be complete.

One of the first publically-released results was that of the CEO a small internet-based startup whom had an avian desire to have the wings of an angel.  Over the course of 16 days, the man lay in bed as the formula worked its seemingly-impossible magic, but with every passing day it was evident that his wish to have a pair of large, 5-foot long wings so that he may soar through the skies was quickly being made true.  Within a few days of taking the mixture, his shoulderblades were pronounced and quickly broke though his skin, producing a pair of pure-white feathered wings which grew with such intensity that it seemed all to real - but it was truth, and BioXShape became an overnight success.

A bottle ran in the hundreds of dollars, but the results of having whatever body you desired caused the product to sell out faster than the stores could shelve it.  Online auction sites blossomed with sales of the product, with returns of tens and even hundreds the going price, as it became more and more well-known.

It was shortly after the public release that BXS discovered a grave error in their creation, and started to backpedal.  A press release went out, stating a simple request - never take more than one dose within 5 years of each other.  It was discovered that with the unique coding placed in the nanites, and the almost-unstable nature of the mutagens therein, that taking another dose while other free-form nanites were still existing in the body caused an all-out war inside the host, which caused brutal, unstable and unpredictable results.  The warning had gone out, but the damage had already been done.  As multiple lawsuits pointed to the consumption of BioXShape, their stock plummeted, and BXS was forced into bankruptcy.  The black market continued to flourish as demand went even higher, with prices far exceeding anyone's expectations, and what little remained of the number of BioXShape bottles was soon in the hands of the elite priveledged few.

As is with all new products, the porn and sex industry suddenly had newcomers crawling from all walks of life - the most typical being some people with the innate ability to grow their genitals to bizarre and absurd proportions, right down to extreme fetish sites where people themselves were stretched like rubber.  But the newest form came in what was titled "BioXShaper Testing".  To many, it was a horrible use of the mutagen, in that someone whom had already augmented their bodies would willingly (or, in some cases, against their will) take a second sampling of BioXShape and record the results for video distribution.

The results were wild and varied.  Many of the people who took a second BioXShape dose would have an idea in mind, but their final "wish", as it were, was given to them in cruel and unorthodox manners, or sometimes, not at all and gave them any result the nanites would concoct.  To an untrained eye or a person who had never seen such changes, it would seem to be entirely random.  These are the stories of the BioXShaper Test Tapes...

